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WINDSOR  RURAL  DISTRICT  COUNCIL 


To  The  Chairman  and  Members  of  the 
Windsor  Rural  District. 


Thoughts  of  administrative  upheaval  have  been  prominent  in  the  minds 
of  Councillors  and  Officers  in  the  past  1 2  months  though  in  previous  annual 
reports  reference  has  been  made  to  the  unsatisfactory  aspects  of  such  a 
small  administrative  unit  as  the  Windsor  Rural  District. 

The  reports  known  as  Maud  and  Seebohm  and  the  Green  Paper  on  the  Health 
Services  have  fortunately  perhaps  been  published  within  a  reasonably  short 
time  of  each  other.  It  is  best  that  when  giving  opinion  on  one  report, 
consideration  can  also  be  given  to  the  others.  This  applies  particularly 
between  the  Maud  Report  and  the  Green  Paper,  but  at  the  same  time  it  is 
worth  considering  where  Health  Service  ends  and  Social  Service  begins. 

A  sharp  division  is  of  course  impossible  and  many  health  problems  have  their 
social  aspects.  On  the  other  hand  those  in  the  field  of  community  medicine 
and  in  the  personal  health  service  are  finding  that  more  and  more  time  is 
being  taken  up  on  purely  social  problems.  The  appointment  of  more  social 
workers  in  the  field  is  desirable  but  unfortunately  it  appears  that  locally 
a  social  worker  hierarchy  is  developing,  and  indeed  in  some  areas  field  workers, 
out  of  proportion  to  the  present  apparent  need. 

There  are  those  for  and  against  social  workers  being  independent  of 
health  departments  but  where  the  responsibilities  of  the  field  workers  in 
both  disciplines  so  often  join  it  would  seem  preferable  to  have  all  under  the 
general  supervision  of  one  chief  officer  -  the  Medical  Officer  of  Health. 

The  Green  Paper  leads  one  to  consider  the  present  local  authority  doctors 
as  members  of  the  Area  Board  Staff.  The  Public  Health  Inspectorate  would 
Trio  doubt  remain  with  the  local  authority  as  technical  experts  and  continue 
its  present  function  but  in  regard  to  community  health  generally,  and  to  a 
lesser  degree  in  housing,  there  would  remain  the  need  for  a  medical  advisor. 

It  is  unlikely  that  Medical  Officers  will  be  willing  to  be  isolated  in  this 
limited  field  so  the  question  of  dual  appointments  with  Area  Boards  must  be 
considered. 

With  regard  to  the  future  of  local  authorities  the  plan  which  seems  to 
meet  with  most  favour  is  the  Senior  modification  of  the  Maud  report.  The 
thought  that  parishes  may  remain  while  rural  and  urban  districts  disappear 
can  only  be  a  sop  to  the  community.  Their  voices  may  be  heard  but  they 
would  be  without  power.  The  division  of  unitary  areas  into  a  small  number 
of  administrative  districts  would  provide  the  compromise  between  the  too 


remote  administration  of  personal  affairs  by  the  County  Council  and  the 
altogether  too  personal  discussions  on  individual  matters  at  rural  district 
level.  If  this  second  tier  administration  were  to  be  accepted  it  might 
be  at  officer  level  only.  The  general  impression  seems  to  be  that  Unitary 
Authorities  would  carry  all  the  power  and  that  representatives  of  the  present 
districts  would  simply  voice  local  opinion. 

As  with  national  government,  election  to  local  government  is  no  longer 
for  those  with  time  to  spare.  Not  only  are  there  few  with  time  but  to  an 
increasing  degree  elected  members  become  involved  in  unnecessary  detail. 

If  this  trend  persists  representation  of  the  people  could  become  a  paid 
occupation  which  would  be  highly  undesirable  for  members  whose  incomes 
would  be  considerably  altered  by  the  whim  of  the  electorate. 

The  amount  of  time  demanded  could  exclude  some  fine  brains  from 
representation  on  local  councils.  If  overall  policy  is  made  by  the  elected 
representatives  the  details  should  be  left  to  experienced  officers  and  these 
are  likely  to  be  the  better  qualified  the  larger  the  unit  employing  them. 


S.J.  McCLATCHEY. 

M.B.,  B.Ch.,  B.A.O.,  D.P.H. 

Medical  Officer  of  Health. 
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HEALTH  AND  HOUSING-  COMMITTEE 


Chairman 

Chairman 

Council 


of  the 


Councillor  E.H.  Lane  B.E.M. 

Councillor  J.H.F.  Matthews  J.P. 


MEMBERS 

Councillor  Mrs .  R.M,  Carr 
Councillor  Mrs.  V.  Baker 
Councillor  Miss  D.  Hamilton  Andrews 
Councillor  R.W.  Portus 
Councillor  B.H.  Rochford 
Councillor  R.A.  Willis 
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PUBLIC  HEALTH  OFFICIALS 


Medical  Officer  of  Health 

S.J.  McCLATCHEY,  M.B.,  B.Ch.,  B.A.O.,  D.P.H. 

Public  Health  Inspector  and  Building  Surveyor . 

WoH.  ROWSELL  (Retired  31st  MARCH  1968) 

W.E.  BARKER  (Appointed  1st  APRIL  1968) 

Additional  Public  Health  Inspector  and  Assistant  Building 

Surveyor 

J0  COWBURN  (Appointed  1st  April  1968) 

Clerical  Staff 


MRS c  D.Ro  PAMMENT  MRS.  E.A.  STRINGER 

Manager  of  Sewage  Disposal  Works 

So  VOUT 

Engineer  in  Charge  of  Pumping  Stations 

E.  WOOD 

Rodent  Operative 

GoEo  FROSDICK 

Foreman  of  Refuse  Collection  Staff 


Sunningdale 

Sunninghill  -  S.T.  LA  COMBRE 
Old  Windsor 
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STATISTICS 


AT6  &  (  £LCr6s)  eat  «oe  a  a  •  .  .  •  a  a  a  •••  a  a  a 

Home  Population  (Registrar-General's  Estimate 

mi d  year  1  968)  •  •  •  •••  •••  •  • » 

Number  of  Inhabited  Houses  at  1st  April  1968 . 

Rateable  Value  at  31  st  December,  1  968 . 

Sum  represented  by  a  Penny  Rate  (year  ending  31  - 3 • 69 )  ••• 


8,665 

17,530 

5,133 

£906,913 

£3,564 


Causes  of  Death  in  the  District  during  1  968 

Male 


Female 


Tuberculosis  of  Respiratory  System 
Malignant  Neoplasm  -  Stomach 

"  "  -  Lung,  Bronchus 

"  "  -  Breast 

"  -  Uterus 

Other  Malignant  Neoplasms,  etc. 

Benign  and  Unspecified  Neoplasms 
Other  Diseases  of  Nervous  System 
Chronic  Rheumatic  Heart  Disease 

Hypertensive  Disease  . 

Ischaemic  Heart  Disease . . 

Other  Forms  of  Heart  Disease 

Cerebrovascular  Disease  . 

Other  Diseases  of  Circulatory  System 
Influenza  ..o  «.o  o  © .  ... 

P ne umo ni a  »«o  000  0.0  ©  o » 

Bronchitis  and  Emphysema  . «  . . . 

Asthma  o.«  »«o  o . .  0.0 

Other  Diseases  of  Respiratory  System 
Cirrhosis  of  Liver...  ...  ... 

Other  Diseases,  Geni to -Urinary  System 
Diseases  of  Musculo-Skeletal  System 
Birth  Injury,  Difficult  Labour,  etc. 
Other  Causes  of  Perinatal  Mortality 
Symptoms  and  Ill-Defined  Conditions 
Motor  Vehicle  Accidents  ...  ... 

All  Other  Accidents  ...  ... 

Suicide  and  Self-Inflicted  Injuries 
All  Other  External  Causes  .  ... 


1 

1 

7 


3 

1 

2 

15 

7 

8 

5 

1 

5 

5 

1 


1 

1 

3 

2 


12 

2 

8 

1 

2 

2 

3 

18 

20 

24 

6 

6 

10 

3 

1 

2 

1 


5 

2 

2 

1 


Totals 


77 


134 
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BIRTHS 


LIVE  BIRTHS 

Male  Female 


Total  Births  . 

Legitimate.  ... 
Illegitimate 


Birth  Rate  per  1 ,000  population 


134  129 

126  121 
8  8 

WINDSOR 

R .  D . 

15.0 


INFANT  DEATHS. 


Total  Deaths  of  Infants  under  1  year 

Legitimate  ...  ...  ... 

Illegitimate  ...  ...  ... 


MALE 

2 

2 


Total  Deaths  of  Infants  under  4  weeks  ...  2 

Legitimate  .  2 

Illegitimate  .  - 


WINDSOR 

R.D. 

Death  Rate  per  1  ,000  population  .  12*0 

Infant  Mortality  Rate .  7*6 

Perinatal  Mortality  Rate  (Stillbirths  & 

deaths  of  infants  under  1  week  of  age)  26.1 


STILLBIRTHS 

Male  Female 

1  4 

1  4 

ENGLAND 

&  WALES 

15.9 


FEMALE 


ENGLAND 

&  WALES 

1 1 .7 

19.0 
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INFECTIOUS  DISEASE  NOTIFICATIONS 


Under 

1 

year 

1 

to 

2 

3 

to 

4 

5 

to 

9 

10 

to 

14 

15 

to 

19 

20 

to 

34 

35 

to 

44 

45 

to 

64 

65 

and 

over 

Total 

noti¬ 

fied 

Scarlet  Fever 

— 

- 

— 

4 

- 

- 

- 

- 

— 

- 

4 

Measles 

- 

7 

7 

11 

5 

3 

1 

- 

- 

- 

34 

Whooping  Cough 

- 

- 

- 

1  i 

- 

- 

- 

- 

- 

- 

1 

Sonne  Dysentery 

- 

- 

- 

1 

- 

- 

- 

1 

- 

2 

Food  Poisoning 

1 

1 

Meningococcal 

Infection 

1 

1 

Erysipelas 

1 

1 

TUBERCULOSIS 


r__ 

New  Cases 

Respiratory 

Non-Resp. 

M 

F 

M 

F 

0  years 

- 

- 

- 

- 

1  year 

— 

— 

- 

- 

5  years 

- 

- 

- 

- 

15  years 

- 

1 

- 

- 

25  years 

1 

— 

- 

- 

35  years 

- 

1 

- 

- 

45  years 

- 

- 

- 

- 

55  years 

- 

- 

- 

- 

65  years  & 
upwards 

1 

- 

- 

- 

Totals 

2 

2 

- 

- 

During  the  year  there  were  reported  2  inward  transfers,  1  outward 
transfer,  3  deaths  and  20  recoveries,  giving  a  total  of  57  cases  on  the 
register  at  the  end  of  1968. 
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INSPECTIONS ,  NOTICES  SERVED  &  REFERENCE  TO 
OTHER  WORK  CARRIED  OUT  BY  PUBLIC  HEALTH  INSPECTORS. 

NO:  OF  VISITS 


Drainage  -  - 

Water  Supplies  -  - 

Swimming  Pools  -  - 

Milk  Supplies  -  - 

Food  Inspections  -  - 

Food  Premises  -  - 

Itinerant  Food  Vendors  -  - 

Bakehouses  -  - 

Moveable  Dwellings  -  - 

Infectious  Diseases  -  -  - 

Miscellaneous  Nuisances  -  - 

Streams  &  Water  Courses  -  - 

Refuse  Tip  -  - 

Sewage  Works  -  - 

Pumping  Stations  -  - 

Public  Conveniences  -  - 

NOTICES : - 

(a)  No,  of  informal  notices  served  during  the  year  under  P.H.  Acts 

(b)  No.  of  formal  notices  served  during  the  year 

(c)  Work  carried  out  by  Local  Authority  in  default 

(d)  Legal  proceedings 


155 

12 

23 

38 

71 
124 

34 

10 

47 

8 

83 

67 

43 

37 

72 

31 

32 
6 

NIL 

NIL 


MILK  SUPPLY 


Details  of  samples  submitted  for  heat  treatment,  keeping  quality  and 
colony  count  tests  are  set  out  hereunder. 


Methylene  Blue 

Phosphatase 

Colony  Count 

Satis:  Failed 

Satis:  Failed 

Satis:  Failed 

Pasteurised 

Pasteurised  T.T. 
Pasteurised  Channel  Island 
Pasteurised  Homogenised 
Ultra  Heat  Treated 

Raw  T.T. 

26  - 
4 

1 

1 

4 

26 

4 

1 

1 

2 

ICE  CREAM 


Ten  samples  were  taken,  of  which  eight  were  reported  as  Grade  1  and 
two  as  Grade  2  by  the  Public  Health  Laboratory. 
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FOOD  HYGIENE  (GENERAL)  REGULATIONS  i960 


The  following  is  a  list  of  food  premises  which  are  subject  to 
the  Food  Hygiene  (General)  Regulations  i960.  With  one  exemption,  the 
premises  comply  with  the  requirements  of  Regulations  l6  &  19*  In 
accordance  with  the  directions  given  in  Circular  l/69  (Annual  Report  of 
the  Medical  Officer  for  1968)  the  136  premises  have  again  been  grouped 
in  Trade  categories.  There  are  no  poultry  processing  premises  within 
the  District. 


Butchers/fishmongers  -  -  14 
Greengrocers  -  9 
Grocers,  Confectioners  etc.  51 
Restaurants  &  Cafes  4 
Bakehouses  2 
Dairies  1 
Licensed  Premises  30 
Clubs  5 
Schools  -  -  16 
Factories  &  Offices  4 


UNSOUND  FOOD 


Foodstuffs  calling  for  condemnation  as  unfit  during  the  course 
of  the  year  are  set  out  in  the  following  table. 

CANNED  PRODUCTS 

Meat  49  lbs 

FRESH  FOOD 

Meat  -  1  cwt  1  lb 

FROZEN  &  CURED  FOODSTUFFS 

Me  at  1 0  lb  s 

Fish  47  lbs 

This  year,  no  food  was  dealt  with  as  unsaleable  through  the 
breakdown  of  refrigerated  display  units. 

THE  MEAT  STAINING  &  STERILIZATION  REGULATIONS  1  960 


During  the  year  1968  approximately  1,334  tons  of  imported  unfit 
meat  were  released  from  the  docks  for  sterilization  and,  or,  part  processing 
at  a  local  animal  feeding  stuffs  factory.  The  meat  (primarily  horse  meat 
and  various  offal)  is,  in  the  main,  imported  at  the  London  Docks.  As 
referred  to  in  previous  Reports,  the  circulation  of  this  meat  is  deemed  to 
be  a  matter  of  considerable  importance  from  the  Public  Health  angle  and  some 
measure  of  control  is  obtained  by  way  of  guarantees,  notification  etc.,  but 
as  it  is  not  possible  to  provide  what  would  amount  to  full  time  inspection, 
checking  is  largely  restricted  to  paper  records  and  spot  checks  of  specific 
consignments. 
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WATER  SUPPLY 


During  1  968  four  samples  of  water  were  taken  by  the  Local 
Authority  from  the  Public  Supply  and  submitted  for  chemical  and 
bacteriological  examination,  with  satisfactory  results.  The  South 
West  Suburban  Water  Company  are  the  suppliers  for  practically  the 
whole  of  the  Council's  area  and  have  furnished  the  following  details 
covering  the  year  under  review:-  "2,959  samples  were  examined 
bacteriologically  by  this  Laboratory  during  the  year,  including 
1  ,762  samples  representative  of  South  West  Suburban  supply.  99^  of 
all  samples  representative  of  the  water  supplied  by  the  Company  were 
free  from  coliform  bacteria  compared  with  98.9?£  in  1967  and  99»3?&  in 
1966.  99*8%  was  free  from  E.  Coli. 

2,373  samples  were  analysed  chemically  and  determination  of 
radioactivity  in  both  raw  and  treated  water  made. 

The  average  fluoride  content  of  the  water  in  the  supply  was 
O.18  parts  per  million  in  1968.  The  maximum  was  0.31  parts  per  million 
and  the  minimum  0.08  parts  per  million." 

27  samples  were  taken  in  conjunction  with  a  large  educational 
establishment  using  its  own  chlorinated  well  water  supply.  3  of  these 
were  unsatisfactory,  pointing  to  a  need  for  adequate  and  continuous 
chlorination.  Satisfactory  repeat  samples  were  obtained  in  due  course. 

The  number  of  dwellings  in  the  area  is  estimated  to  be:- 

895  in  the  Parish  of  Sunningdale. 

2,896  in  the  Parish  of  Sunninghill 
2,052  in  the  Parish  of  Old  Windsor 

23  dwellings  on  Friary  Island,  Old  Windsor,  are  served  by  the 
Rickmansworth  &  Uxbridge  Valley  Water  Co.,  and  the  remainder  of  the 
district  is  supplied  from  the  public  water  mains  direct  to  houses  by  the 
South  West  Suburban  Water  Co.,  Staines.  No  dwellings  in  this  area  are 
supplied  by  means  of  stand  pipes. 

SWIMMING  POOLS . 

There  are  15  swimming  pools  in  the  district  attached  to 
commercial  and  educational  establishments  and  from  these,  20  samples  of 
water  have  been  taken  during  the  year,  and  in  two  cases  the  samples  were 
found  to  be  unsatisfactory.  Repeat  samples  were  taken  and  advice  given 
on  attention  to  filtration  units  and  the  need  to  maintain  adequate  but  not 
excessive  chlorination. 
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HOUSING 


The  end  of  1 968  saw  the  completion  by  the  Council  of  47  Old 
People's  dwellings  comprising  three  blocks  with  24  one  bedroomed  flats, 
one  block  of  22  flatlets  and  a  Warden's  flat,  on  an  existing  housing 
estate  at  Sunninghill.  This  addition  brought  the  number  of  such  schemes 
completed  to  five,  providing  126  units  of  accommodation  especially 
designed  to  suit  the  needs  of  the  elderly.  Work  was  started  on  a  further 
scheme  in  Old  Windsor  to  provide  Old  People's  dwellings,  comprising  22 
flatlets  and  6  one  bedroomed  flats.  In  Cheapside,  a  Housing  Association 
completed  five  Almshouses  to  replace  two  demolished  as  obsolescent. 

During  the  same  period  Private  Enterprise  provided  97  dwellings  (88  houses 
and  9  flats)  the  highest  number  since  1 964- 

Under  the  Housing  Act  1  964,  Discretionary  Grants  amounting  to 
£3*852  and  Standard  Grants  amounting  to  £1 ,761  were  approved  by  the  Council, 
the  respective  number  of  applications  were  10  and  16.  In  May  1965,  the 
Council  declared  an  area  in  Old  Windsor  comprising  99  dwellings  to  be  an 
Improvement  Area  for  the  purpose  of  Part  II  of  the  Housing  Act  1 964* 
Improvements  were  negotiated  with  owners  and  during  the  year,  the  improve¬ 
ment  of  10  dwellings  was  completed. 

COMMON  LODGING  HOUSES 

As  previously  reported,  there  are  none  in  this  area. 

PEST  CONTROL 

During  the  year  under  review,  1 87  properties  were  visited,  of 
which  159  were  found  to  be  infested  with  rats  and  22  with  mice.  In 
addition,  73&  properties  were  surveyed  for  the  presence  of  rats  and  87 
infestations  were  discovered,.  In  all  cases  of  infestation  treatment  was 
carried  out,  including  "follow  up"  visits.  In  conjunction  with  Ministry 

officers,  10$  of  the  sewer  manholes  in  Sunningdale  were  test  baited  for  the 
presence  of  rats,  but  no  "takes"  were  reported.  Complaints  relating  to 
other  pests  were  dealt  with  as  follows 


Wasps  nests  ... 

0*0 

44 

Ants  nests  ... 

000 

36 

Swarms  of  bees  . 

000 

7 

Miscellaneous  pests 
(cockroaches,  fleas 

0  a  0 

etc. ) 

17 

In  the  case  of  bee  swarms,  these  are  referred,  in  the  first 
instance,  to  bee  keepers  and  only  when  their  services  are  not  forthcoming 
are  the  swarms  treated  as  a  "nuisance". 

Swampy  areas  and  ponds  in  the  district  were  treated  with  soluble 
capsules  and  sprays  for  the  elimination  of  mosquitoes. 
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PUBLIC  CONVENIENCES 


The  Public  Conveniences  (one  in  Ascot,  one  in  Sunninghill  and 
one  in  Old  Windsor)  continue  to  be  subject  to  vandalism,  although  not  on 
any  extensive  scale.  Experience  teaches  that  it  is  almost  impossible  to 
maintain  reasonable  conditions  in  these  buildings,  apart  from  glazed  tiling 
over  the  whole  of  the  interior  surfaces  and  a  full  time  duty  supervision. 

An  expensive  procedure,  but  there  is  no  real  alternative  to  these  measures. 
In  each  of  the  Council's  Conveniences,  running  water,  soap  and  electrically 
operated  warm  air  hand  dryers  are  provided. 

SEWERAGE  &  SEWAGE  DISPOSAL 


The  modernised  sewage  disposal  works  for  Sunninghill  and 
Sunningdale  Parishes,  together  with  three  automatic  pumping  stations  for 
approximately  Ivk  miles  of  pumping  main,  came  into  full  operation  at  the 
beginning  of  the  year.  Experience  during  the  year  has  shown  the  need  for 
additional  sludge  drying  facilities  and  mechanised  screening  for  rags  and 
grit  removal  at  the  Works.  At  two  pumping  stations,  there  have  been 
problems  connected  with  smell  and  at  the  third  station,  the  problem  of 
pumps  not  giving  their  full  designed  output,  which  has  still  to  be  over¬ 
come.  The  whole  area  may  be  said  to  be  fully  sewered  and,  apart  from 
some  properties  where  connection  is  not  practicable,  all  properties  are 
connected.  For  those  dwellings  drained  to  cesspools,  the  Council  operate 
a  "partially  free"  emptying  service,  by  which  12  x  1,000  gallon  loads  are 
removed  from  a  single  property  in  any  one  year  without  charge,  owner/ 
occupiers  being  responsible  for  the  removal  of  sewage  in  excess  of  the 
quantity. 

SURFACE  WATER  DRAINAGE 

The  heavy  rainfall  experienced  during  the  year,  31  *66  ins. 
recorded  at  the  Blacknest  Pumping  Station,  and,  in  particular  the  intensity 
of  the  storms,  gave  cause  for  concern.  Two  houses  at  Old  Windsor  were 
flooded  on  three  occasions,  due  to  the  surcharging  of  the  Bourne  ditch,  as 
were  two  in  North  Ascot  from  the  Blackmoor  Stream.  A  number  of  properties 
in  both  these  areas  were  seriously  affected,  as  were  properties  in  the 
Llanvair  Estate  at  South  Ascot,  where  the  surface  water  drainage  was 
inadequate  to  deal  with  the  flow.  Only  timely  assistance  from  the  Fire 
Service  saved  water  actually  entering  more  homes  in  all  these  areas. 

Windsor  Borough  have  put  in  hand  alterations  to  the  line  of  the  Bourne  ditch 
at  Old  Windsor  which  forms  the  common  boundary  between  the  Districts, 
Easthampstead  R.D.C.  completed  the  basic  design  calculations  for  the 
catchment  area  drained  by  the  Blackmoor  stream,  a  common  boundary,  and 
proposals  were  submitted  to  the  Ministry,  while  the  Council's  Consultants 
were  commissioned  to  prepare  a  scheme  to  eliminate  flooding  in  Llanvair 
Estate,  South  Ascot. 
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REFUSE  COLLECTION  &  DISPOSAL 

The  extension  of  the  agreement  with  the  adjoining  Urban  District 
of  Egham  for  them  to  accept  from  this  District,  until  September,  a  maximum 
of  30  tons  per  week  of  refuse  at  their  Callow  Hill  tip,  helped  to  extend 
the  life  of  the  tip  at  South  Ascot,  to  which  reference  has  been  made  in 
previous  Reports.  Meetings  of  neighbouring  Authorities  were  held  at 
Easthampstead  to  investigate  the  possibility  of  a  joint  disposal  scheme. 
Arising  from  these  meetings,  the  Council  agreed  to  join  with  Easthampstead 
R.D.C.  in  the  use  of  a  proposed  pulverising  plant  at  Longhill  Road, 
Bracknell,  for  which  Ministry  loan  sanction  was  sought. 

OFFICES,  SHOPS  &  RAILWAY  PREMISES  ACT  1965 

NARRATIVE  REPORT 


All  premises  in  the  district  registered  under  the  above  Act  have 
now  received  a  general  inspection.  With  few  exceptions,  the  premises 
conformed  to  a  reasonable  standard,  only  minor  infringements  were  found, 
e.g.,  absence  of  thermometers  and  suitable  first  aid  kit  etc.  One  case 
was  found  of  an  unguarded  and  dangerous  hoist  in  a  shop,  which  was  removed 
and,  in  the  case  of  another  premises,  the  absence  of  proper  washing  and 
lavatory  facilities.  No  accidents  were  reported  during  the  year. 
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FACTORIES  ACT  1 961 


1 .  INSPECTIONS  for  purposes  of  provisions  as  to 
health  (including  inspections  made  by  Public 
Health  Inspectors). 


NUMBER  OF 

PREMISES 

(1) 

DUMBER 

ON 

REGISTER 

(2) 

INSPECTIONS 

(3) 

WRITTEN 

NOTICES 

(4) 

OCCUPIERS 

PROSECUTED 

(5) 

(i)  Factories  in 
which  sections 

1 ,2,3 >4>  &  6 

are  to  be 
enforced  by 

Local 

Authorities . 

(ii)  Factories  not 
included  in 
(i)  in  which 

3 

3 

Section  7  is 
enforced  by 
the  Local 
Authority. 

(iii)  Other  premises 
under  the  Act 

53 

33 

1 

(excluding  out 
workers 
premises) 

TOTAL 

56 

36 

1 

- 
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FACTORIES  ACT  (Ct'd) 


2.  CASES  IN  WHICH  DEFECTS  WERE  FOUND 


NUMBER  OF  DEFECTS 

PARTICULARS 

FOUND 

REMEDIED 

REFERRED 

TO  H.M. 
INSPECTOR 

REFERRED 

BY  H.M. 
INSPECTOR 

PROSECUTIONS 

INSTITUTED 

Want  of  Cl&anliness 

_ 

— 

— 

Overcrowding 
Ineffective  drainage 

— 

— 

— 

— 

““ 

to  floors 
Unreasonable 

' 

temperature 

Inade quate 

ventilation 

Sanitary 

Conveniences:- 

(a)  Insufficient 

(b)  Unsuitable  or 

— 

defective 
(c)  Not  separate 

2 

2 

' 

for  sexes 

Other  Offences  (not 
including  offences 

relati ng  to  home 
work) 

mm 

TOTAL 

2 

2 

- 

- 

OUTWORKERS 


Number  of  outworkers  returned  on  the  August  List  ...  1  (Wearing 

Apparel) 
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